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INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 OCL-OO /023 W 
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R 271239Z AUG 75 
FM AMEMBASSY ATHENS 
TO AMEMBASSY NICOSIA 
SECSTATE WASHDC 0191 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL ATHENS 6505 

NICOSIA FOR RSO; DEPT FOR A/OC; A/SY/FO/NSU(SEABEE); 

AND A/SY/T; FRANKFURT FOR RSS AND RTC FROM TSO 

E.O. 11652: GDS 
TAGS: ASEC ACOM 

SUBJECT: SKYLINK INSTALLATION-NICOSIA 
REF: NICOSIA 2619(NOTAL) 

t TSO ATHENS IN A LETTER TO RSO NICOSIA DATED JULY 10 
1975, PROPOSED THAT UPON COMPLETION OF ROOM ONE AND TWO, 
ATHENS SEABEE BUI HINDS WOULD JOIN NSU SURVEILLANCE SEABEE 
TO REMOVE AND REINSTALL VAULT DOOR. SEABEE HINDS WOULD THEN 
BE USED TO CONSTRUCT THE TELEPHONE EXTENSION ROOM. TSO 
RECOMMENDS THAT THE JULY 10 PROPOSAL BE ADOPTED. SHOULD 
INSTALLATION OF THE VAULT DOOR REQUIRE RELOCATION 
OF ACR PARENT ROOM DOOR, SEABEE HINDS CAN ACCOMPLISH 
THE REQUIRED WORK DURING PROPOSED PROJECT. 

2. ATO CONCURS WITH RECOMMENDATION. 

3. PLEASE ADVISE. KUBISCH 
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